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SAN  F1U\NCISC0  VJATER  DEPARTMENT 
RECOMMENDED  MANDATORY  VJATER  RATIONING  PLAN 


In  accordance*  v;ith  Puljlic  Utilities  Resolution  No. 
the  following  water  allocations,  rules,  regulations  and  restrictions 
are  adopted  to  effect  a 25  percent  reduction  in  the  San  Francisco 
Water  Department's  service  area  necessitated  by  a worsening  of  the 
drought  conditions  in  the  Sierras: 

1.  RESIDENTIAL  AND  MULTIPLE  UNITS  OVER  5 UNITS; 

A.  ALLOCATION  - 1 to  4 Living  Units 

There  is  no  reduction  on  the  first  300  cubic  feet  used 
bi-monthly  by  all  customers.  A 30  percent  reduction  for 
any  water  used  over  300  cubic  feet  bi-monthly  as  compared 
to  the  average  for  the  similar  billing  periods  for  1976. 

A 50  percenl:  reduction  for  any  water  used  over  3,000  cubic 
feet  bi-monthly  as  compared  to  the  average  used  during 
the  average  for  the  similar  billing  periods  for  1976. 

B.  ALLOCATION  - Multiple  Units  over  5 Living  Units 
There  is  no  reduction  on  the  first  300  cubic  feet  used 
bi-monthly  by  all  customers.  A 30  percent  reduction  for 
any  water  used  over  300  cubic  feet  per  living  unit  bi- 
monthly as  compared  to  the  average  for  the  similar 
billing  periods  for  1976. 

2.  N0N-R];S1DENTIAL  CUSTOMEJ^S  : 

ALLOCATIONS 

1.  Industrial  customers  using  process  v/ater  to  manu- 
facture, alter,  convert,  clean,  heat  or  cool  a 
product  including  water  used  in  laundries  and 
recycled  car  wash  facilities  shall  reduce  their 
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consumption  by  10  percent  as  compared  to  the 
similar  billing  period  during  1976. 

2.  Industrial,  commercial  (including  non-recycled 
car  wash  facilities)  and  governmental  agency 
customers  shall  reduce  non-process  water 
consumption  by  25  percent  as  compared  to  the 
similar  billing  period  during  1976. 

3.  REGULATIONS  AND  RESTRICTIONS  FOR  ALL  CUSTOMERS: 

1.  Reduce  irrigation  watering  to  the  absolute  minimum 
necessary  to  maintain  existing  landscaping  at  a 
survival  level.  Watering  shall  be  done  by  hand 
held  hose. 

2.  Irrigation  of  lawns,  playfields,  parks,  median 

° strips,  golf  courses,  cemeteries  and  landscaping 
of  any  type  shall  be  reduced  by  at  leat  50  percent 
as  compared  to  the  similar  billing  period  during 
1976  . 

3.  No  new  irrigation  services  will  be  permitted  and 
additional  water  will  not  be  allowed  for  expansion 
of  existing  facilities. 

4.  No  use  of  water  shall  be  allowed  which  results 
in  flooding  or  runoff  in  gutters,  driveways,  or 
G treots . 

5.  A liose  shall  not  be  used  for  washing  cars,  buses, 
boats,  trailers  or  other  vehicles,  nor  for 
washing  building  structures  or  parts  thereof. 

Cars  and  buses  may  be  washed  in  commercial  or 
fleet  washing  facilities  using  a water  recycling 


II 


Digitized  by  the  Internet  Archive 
in  2016 


https://archive.org/details/recommendedmanda7197sanf 


system. 

6.  Filling  v;ith  water  of  any  existing  or  new  swim- 
ming pools  is  not  allov/ed. 

7.  Sidewalks,  walkways,  driveways,  patios,  parking 
lots,  tennis  courts  or  otlior  hard-surfaced  areas 
shall  not  be  cleaned  using  water  from  hoses  or  by 
use  of  v/ater  directly  from  faucets  or  other 
outlets . 

8.  An  application"  for  a service  connection  for  new 
construction  shall  be  granted  upon  condition  that 
water  saving  devices  shall  be  incorporated  into 
interior  plumbing  fixtures,  and  landscaping  shall 

o be  kept  to  a bare  minimum  and  maintained  as  in 

Rule  1 above, 

9.  No  water  shall  be  used  to  clean,  fill  or  maintain 
levels  in  decorative  fountains. 

10.  Restaurants  shall  serve  water  to  customers  only 
on  request. 

11.  Construction  water  for  consolidation  of  backfill 
and  other  non-essential  uses  shall  be  denied  if 
other  methods  or  water  sources  such  as  treated 
sanitary  effluent  can  be  used. 

4.  EXCEPTIONS: 

Consideration  for  exceptions  regarding  allotments  of 
water  or  any  of  the  regulations  and  restrictions  set  forth 
herein  shall  be  as  follows: 

A.  Written  applications  for  exceptions  shall  be  made 
to  the  Manager  of  the  Commercial  Division  at 
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425  Mason  Street,  San  Francisco,  California 
94102. 

B.  Denials  of  applications  may  be  appealed  to  the 
General  Manager  of  the  Water  Department  whose 
decision  will  be  final. 

C.  The  only  grounds  for  granting  such  application 
are : 

1.  Undue  hardship  to  the  applicant 
including  adverse  economic  impacts 
such  as  loss  of  production  or  jobs. 

2.  A condition  affecting  the  health, 
sanitation  or  safety  of  the 
applicant  or  the  general  public. 

Prior  to  granting  permission  for  an  exception,  the  Water 
Department  must  be  satisfied  that  all  practical  water  conservation 
measures  have  been  adopted -by  the  applicant. 

The  Department  may,  after  one  written  warning,  install  a flow 
restricting  device  on  the  service  line  of  any  customer  observed 
by  Department  personnel  to  be  violating  any  of  the  regulations 
and/or  exceeding  water  allocations  hereinabove  set  forth,  and  in 
the  event  that  further  violations  occur,  the  Department  may 
discontinue  service.  Applications  for  exceptions  may  be  made  and 
heard  pursuant  to  Paragraplis  4A  and  4B  above.  Charges  for  instal- 
lation and  later  removal  of  flow  restricting  devices  or  for 
restoring  service  will  be  established  by  the  Public  Utilities 
Commission  from  time  to  time  and  shall  be  based  in  accordance 
with  Rule  9 of  Section  E for  performing  such  work. 

The  General  Manager  of  the  Water  Department  shall  report  to 
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the  Conmiission  at  each  regular  meeting  of  the  Commission  regard- 
ing the  effectiveness  of  efforts  to  reduce  consumption  in  the 
service  area  by  the  desired  overall  25  percent,  and  shall  from 
time  to  time  recommend  any  modifications  and  additions  to  the 
regulations  and  restrictions  set  forth  herein  as  shall  be  necessary 
to  insure  an  adequate  water  supply  to  all  customers  during  the 
period  of  the  water  emergency. 

The  allocations,  regulations  and  restrictions  herein  adopted 
are  to  be  made  a part  of  the  San  Francisco  Water  Department 
"Rules  and  Regulations  Governing  VJater  Selcvice  To  Customers" 
and  may  be  revised  or  amended  from  time  to  time  and  shall  remain 
in  effect  until  such  time  that  this  Commission  determines  that 
the  v;ater  emergency  is  ended. 
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